FRANKLIN LINE 


Monday to Friday 


Inbound to Boston 
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Effective October 29, 2018 


5:38 


5:43 
5:47 
5:50 


ZONE STATION TRAIN# | 790 702 704 710 712 714 716 18 720 744 
Bikes Allowed bb x3) x3) 3) 3) db ox) dS 
Forge Park/495 &] 4:55 6:03 6:35 9:21 | 10:55} 12:20 1:35 2:57 4:01 - 
Franklin/Dean Coll. 5:02 6:10 6:42 9:28 11:02 | 12:27 | 1:42 3:04 4:08 & 
Norfolk &]} 5:08 6:17 | 6:49 9:35 | 11:09} 12:34 1:49 3:11 4:15 - 
Walpole pits) 6:24 6:56 9:42 | 11:16 | 12:41 | 1:56 | 3:26 | 4:30 = 
Plimptonville 6:58 - - - - - - 4 - 
Windsor Gardens 5:19 6:28 7:01 9:46 11:20 | 12:45 | 2:01 Sill = = 
Norwood Central &] 5:23 6:34 | 7:06 9:51 | 11:24] 12:49 2:05 3:35 4:37 5:05 
Norwood Depot &| 5:26 6:37. 7:09 9:53) Mit 26n 125i) 2:07) 93:87) 64:39 - 
Islington 5:29 6:41 713 9:56 11:29} 12:54 2:10 3:40 4:42 = 
Dedham Corp. Ctr. &] 5:32 6:44 7:16 9:59 | 11:31 | 12:56 | 2:12 | 3:42 | 4:45 - 
Endicott 5:35 6:48 7:20 10:03 11:34 | 12:59 2:15 4:50 - 
Readville 4] VIA 6:530a 7:25: 10:07) 111385) 12:03) 2:19) - > = 
Hyde Park 4 | FAIR- - - - - - - - - - - 
Ruggles & IMOUNT 17:03) 7:35) e758 - L8:46 L9:02 | L 10:17 - - - - - 
Back Bay &] LINE |L6:24 | L7:07 L7:39 L8:02 L818 | L8:50 | L 9:06 |L 10:21) L 11:49] L1:14 | L2:30 L4:02 L510 L5:28 | L6:11 
South Station 4] 6:09 6:30 TEE) 7:45 8:08 8:24 8:56 9:12 | 10:26 11:54 | 1:19 2:35 4:07 ils) 53s 


Trains in purple box indicate peak period trains. 


Monday to Friday 


a 
ZONE STATION TRAIN # 701 741 703 705 707 709 7m 745 
Bikes Allowed b> 3) b& 5 or) x) b&b 
1A South Station & 3:50 6:40 8:04 9:40 11:00 | 12:20 1:35 5:02 
1A Back Bay t - 6:45 8:09 9:45 | 11:05 | 12:25 | 1:40 5:07 
1A Ruggles & - 8:13 11:08 | 12:28 1:44 5:11 
1 Hyde Park boy - - - - - - 5:20 
2 Readville & 6:56 9:56 12:38 1:53 5:24 
2 Endicott f6:59 ese) || ave) || ee) Sys 5:28 
2 Dedham Corp. Ctr. 4 7:02 8:26 10:02 | 11:22 | 12:44 | 1:59 5:32 
3 Islington - £7:05 £8:29 10:05 | 11:25 | 12:47 | 2:02 5:35) 
3 Norwood Depot & £7:08 8:32 10:08 | 11:28 | 12:50 | 2:05 5:39 
3 Norwood Central &| L442 | £7311 | 8:35 | 10:11 | 11:31 | 12:53 | 2:08 5:43 
4 Windsor Gardens $ 2 8:39 | 10:15 11:35 | 12:57 2:12 
4 Plimptonville - - - - - - - L5:50 
4 Walpole L418 | 7:18 8:43 | 10:19 | 11:39 | 1:01 2:16 5:54 
5 Norfolk & 2 = 8:49 | 10:25 11:45 | 1:07 2:22 
6 Franklin/Dean Coll. 4:30 - 8:56 | 10:32 11:52} 1:14 2:29 
6 Forge Park/495 & 4:40 - 9:04 | 10:40 | 12:00 | 1:22 | 2:37 


LASL6ZOLGV 


n19 


5:48 


5:51 


5:56 
6:00 
6:06 
6:12 
6:19 
6:27 


Trains in purple box indicate peak period trains. 


Times in purple with “f” indicate a flag stop: 
Passengers must tell the conductor that they 
wish to leave. Passengers waiting to board must 
be visible on the platform for the train to stop. 


Keep in Mind: 


This schedule will be effective from 
October 29, 2018 and will replace the 
schedule of May 21, 2018. 

Times in blue indicate an early departure 

(L stop): The train may leave ahead of schedule 
at these stops. 


Presidents’ Day and 4th of July operate 
on a Saturday service schedule. 


New Year’s Day, Memorial Day, Labor Day, 
Thanksgiving Day, and Christmas Day 
operate on a Sunday service schedule. 


Bikes: Bicycles are allowed on trains with the 
bicycle symbol shown below the train number. 


High level platform and bridge plate available. 
Visit mbta.com/accessibility for more 


information. 


O 


For all other holiday schedules, please 
check MBTA.com or call 617-222-3200. 


® 


Visit 


MBTA.com 


Massachusetts Bay 
Transportation Authority 


IKE OLlS 


v 


6:16 


VIA FAIRMOUNT LINE: Operates via the 
Fairmount Line between Readville and 
South Station. See the Fairmount Line 
e for all stops. 


scned 


For add 


refer 


particular trains. 


For add 


refer 
Lines 


For add 
Station, 


u 


fe) 


fe) 


scned 


u 


itional service to Readville Station, 
the Fairmount Line schedule for 


itional service to Ruggles Station, 
the Providence and Needham 


Saturday & Sunday 
PM Inbound to Boston AM PM 
7460 «7240 = 726-728 730 732 saturpay tra 1702 1704 1706] 1708 1710 1712 1714 1716 1718 
|| es | es | eo || ee ZONE STATION SUNDAYTRAIN® — Guly | Gay 2706] 2708 2710 2712 2714 2716 2718 
- 7:05 7:43 9:01 | 10:25 11:46 ° 
Bikes Allowed x3) d& | & b> x3) db dB db dS 
- 72a SOO OSmmO:S2 a mlit.oS 
6 Forge Park/495 & 6:40 8:40 10:40] 12:40) 2:40 4:40 6:40 | 8:40 10:40 
- 7:31 7:57 9:15 | 10:39 12:00 
6:37 7:38 804 9:22 10:46 12:07 6 Franklin/Dean Coll. 6:47. 8:47 10:47] 12:47, 2:47 4:47. 6:47. 8:47 10:47 
: z 5 Norfolk & 6:54 8:54 10:54]}12:54 2:54 4:54 6:54 8:54 | 10:54 
£6:41 2 & es 4 Walpole ZOOM S01 11201) 1:01) 3:01 1 FS:019) 7201990011201 
645 7:46 8:11 9:29 | 10:53 f12:14 4 Windsor Gardens 7:06 9:06 11:06] 1:06 3:06 5:06 7:06 9:06 f 11:05 
6:47 7:48 8:13-9:31 10:55 f 12:16 3 NorwoodCentral 6 7:10 9:10 11:10] 1:10 3:10 5:10 7:10 9:10 f11:09 
650 751 8:16 9:34 10:57 12:18 3 NorwoodDepot & 7:12 9:12 11:12] 1:12 312 5:12 7:12 9:12. F411 
252 0: Bi R ihe 12:21 
a 3 CH ES iby 3 Islington 7:16 | 9:16 | 11:16] 1:16 | 3:16 | 5:16 | 7:16 | 9:16 | f 11:14 
6:55 7:57 8:21 9:39 | 11:03 12:24 
2 DedhamCorp.Ctr & 7:19 9:19 11:19] 1:19 3:19 | 5:19 7:19 | 9:19 | f11:17 
6:59 8:25 | 9:43 | 11:07 | 12:28 
: . 2 Endicott ThA | SPAN |G || aes) || Sea || eA || AA || SAT | eb) 
a L8:09 L8:35 L9:53 2 Readville &) 7:24 9:24 11:24) 1:24 | 3:24 5:24 | 7:24 | 9:24 | £11:21 
L743 | L813 L8:39  L9:57/L11:19 L12:39 1A Ruggles 6 L7:34)L 9:34 1 11:34) L 1:34 L 3:34 /L 5:34 L 7:34 L 9:34 1 11:31 
7:18 8:18 8:44 10:02 11:24 12:44 1A Back Bay 6 L 7:38 |L 9:38 L 11:38} L 1:38 |L 3:38 L 5:38 L 7:38 L 9:38 |L 11:35 
1A South Station &| 7:43 | 9:43 | 11:43] 1:43 | 3:43 | 5:43 | 7:43 | 9:43 | 11:40 
Trains 1702 and 1704 are Saturday only trains and will not operate on Sunday. 
Saturday & Sunday 
727 729 731 
Outbound from Boston AM PM 
db 3) 3) 
9:00 10:30 11:50 SATURDAY TRAIN# 1703 1705 1707 | 1709 1711 1713 1715 | 1717 | 1719 
9:05 10:35 | 11:55 ZONE STATION SUNDAY TRAIN # SAT ONLYSAT ONLY 2707 | 2709 | 2711. 2713 2715 2717 2719 
9:08 10:38 11:58 Bikes Allowed b& b& b& db b& bd 3) b& dS 
10:46 = 1A South Station & 7:20 9:20 11:20) 1:20 3:20 | 5:20 | 7:20 | 9:20 | 11:20 
9:18 | 10:50 | 12:08 4A Back Bay & 7:25 | 9:25 11:25] 1:25 3:25 5:25 | 7:25 | 9:25 11:25 
Se | Medes | zai 1A Ruggles & 7:28 9:28 11:28) 1:28 3:28 5:28 7:28 9:28 11:28 
9:24 | 10:56 12:14 
2 Readville &| 7:38 | 9:38 | 11:38] 1:38 | 3:38 | 5:38 | 7:38 | 9:38 | 11:38 
9:27) 10:59) 12217; 
2 Endicott i z a E 5 f A R a 
9:30. 11:02 12:20 ndico’ 741 9:41 11:41) 1:41 | 3:41 5:41 7:41 | 9:41 | 11:41 
933 11:05 12:23 2 Dedham Corp.Ctr. 6 7:45 9:45 11:45] 1:45 | 3:45 | 5:45 | 7:45 | 9:45) 11:45 
9:37. 11:08 | 12:26 3 Islington 747 9:47 11:47] 1:47 3:47 | 5:47 | 7:47. 9:47 11:47 
2 = 3 3 Norwood Depot &| 7:50 | 9:50 | 11:50] 1:50 | 3:50 | 5:50 | 7:50 | 9:50 | 11:50 
9:42 9 11:12 12:31 3 NorwoodCentral 6 7:53 9:53 11:53] 1:53 3:53 | 5:53 7:53 9:53) 11:53 
9:49 11:19 12:38 4 Windsor Gardens 757 | 9:57 11:57) 1:57 | 3:57 5:57 | 7:57 | 9:57 | 11:57 
9:56 | 11:26 | 12:45 4 Walpole 8:03 10:03 12:03] 2:03 4:03 6:03 8:03 10:03 12:03 
10:04 | 11:34 | 12:53 
5 Norfolk & 8:10 10:10 12:10] 2:10 4:10 | 6:10 8:10 | 10:10 | 12:10 
6 Franklin/Dean Coll. 8:17 10:17 12:17] 2:17 | 4:17) 6:17 8:17 | 10:17 | 12:17 
6 Forge Park/495 & 8:24 10:24 12:24) 2:24 4:24 6:24 8:24 10:24 12:24 
Trains 1703 and 1705 are Saturday only trains and will not operate on Sunday. 
Schedules may change in the event 
y 9g REGULAR SCHEDULE 
of severe weather Trains will operate ona 
normal schedule. 
The MBTA and Keolis closely monitor weather 
forecasts to determine if conditions necessitate 
changes to the Commuter Rail schedule. STORM SCHEDULE 


chedules for particular trains. 


itional service to Hyde Park 
refer to the Providence Line 
e for particular trains. 


Customer Service 


617-222-3200 


Download the 


Commuter 


Major changes to the regular 


During weather events, the symbols below 

will communicate service level and impact on 
passengers. Service level for the following day will 
be announced mid-afternoon on the prior day. 


NO SERVICE 
7 Follow No passenger service on 
Rail App @MBTA_CR Commuter Rail. 


schedule. Schedules will be 
available on mbta.com, and 
in Boston stations. 


